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Opportunities 


n 


MassacKusetts  provides  atundant  opportunities  for 
those  seeking  liigKer  education,  witK  colleges  and 
universities  ranging  from  world-renowned  researcK 
institutions  to  small  liberal  arts  colleges.  Students  will  find  a 
program  and  setting  suited  just  for  tkeir  own  unique  needs 
among  tke  116  colleges  and  universitie  s.  Wketker  you  are 
seeking  an  engineering  degree  at  a  quiet,  rural  campus,  or  a 
kumanities  degree  at  a  sopkisticated  urkan  university,  tkere 
is  sometking  kere  for  you. 


Massacliusetts  is  tKe  perfect  setting  for  college  life.  Tl  le 
Commonwealtli  displays  a  unique  Llencl  of  modern  and  Kistoric 
structures  with  contemporary  Kigfi-rises  sitting  alongside 
some  o  fthe  nation  s  o  Idest  monuments.  You  can  enhance  your 
edvication  Ly  taking  advantage  of  the  many  cultural,  historic, 
technological,  and  natural  resources  here  m  New  E  ngland. 


You  will  find  tremendous  opportunities  for  career  exploration  in 
Massachusetts,  whether  assisting  in  groundhreahing  biomedical 
research,  interning  at  one  o  f  the  nation  s  top  management 
consulting  firms,  or  using  the  latest  education  theory  to  help 
prepare  local  students  for  college.  Massachusetts  offers  you  a 
chance  to  learn  and  grow  as  you  prepare  for  life  after  graduation. 


Something  for  Everyone 

m  m    r    t  nerever  your  interests  may 

W  ''"T 

await  111  every  region  ot 
MassacKusetts.  Take  time  to  enjoy  some 
o  {tke  sites  wkere  American  liistorv  first 
tegan.  See  wKere  tea  was  thrown  into 
tke  Boston  HarLor,  read  Henry  Tlioreau's 
essays  on  nature  ty  tke  side  of  balden 
Pond,  or  ckmk  to  tke  top  of  tke  f  amous 
Bunker  Hill  monument.  You  will  find 
an  excellent  mix  of  old  and  new,  sopkis- 
ticated  and  quaint,  kistory  and  novelty 
at  everv  turn. 


if  you  kave  a  love  for  tke  fine  arts, 
Massackusetts  offers  an  array  of  cultural 
attractions  including  kallet,  opera  and 
tkeatre  productions,  art  exkikits,  outdoor 
concerts  and  more.  Take  a  picnic  out  to 
Tanclewc^od  and  listen  to  tke  Bo  ston 
^ympkony  Orckestra  under  tke  stars,  or 
put  on  your  dancing  skoes  and  Tango  ky 
Moonligkt  on  tke  footkridge  over  tke 
Ckarles  River.  Top  off  an  evening  ky 
enjoying  an  exquisite  dinner  from  among 
Massackusetts  arrav  o  f  f  me  restaurants 
wltk  cuisine  from  all  over  tke  world. 


In  Massackusetts,  sports  entkusiasts 
will  find  tkemseK'es  among  some  of 
America's  most  loyal  fans  no  matter 
wkick  spectator  sport  tkey  ckoose.  Tke 
Commonwealtk  is  kome  to  fi\'e  profes- 
sional sports  teams,  including  tke  Red 
Sox,  tke  Celtics,  tke  Bruins,  tke  New 
England  Revolution,  and  tke  Patriots, 
rans  can  enjoy  a  day  at  tke  Basketkall 
Hall  of  F  ame,  tke  \  ollevkall  Hall  of 
Fame,  or  tke  Sports  Museum  o  f  N  ew 
England.  International  sporting  events 
suck  as  tke  Boston  Maratkon  and 


tlio  Head  ol'  iKc  Cliark's  Regatta  also 
ccintrilaiite  to  tlio  variety  of  events 
m  Bt>ston. 

\rlieii  it's  time  to  catcK  a  breath  of  fresli 
air,  Massacliusetts  lias  a  wealth  of 
outdoor  activities  year-round.  Talce  a 
springtime  walk  tlirougli  Leautiful  flower 
gardens  or  a  Lilcing  excursion  tlirougli 
quaint  New  En  gland  villages.  Witli 
access  to  lakes,  rivers,  and  tlie  ocean, 

As  native  Massacliusetts  residents  will  attest, 

you  will  never  find  yourself  Lored  and  you  will  never  want 
to  1  eave.  Amazing  new  adventures  are  at  your  fingertips 
every  day  and  in  every  part  of  M  assackusetts. 

So  come,  and  Discover  Massachusettsl 


Ma  ssacliusetts  offers  an  aDiindance  of 
water  activities  frtnn  fislimg  to  river 
rafting  to  wliale  watching.  When  those 
CO  Id  New  E  ngland  winters  arrive,  join 
the  crowd  on  the  ice  skating  rink  in 
the  Boston  Lominon  or  take  in  an 
afternoon  of  sledding  or  cross-country 
skiing.  Downhill  skiers  will  find 
well-known  resorts  in  New  Hampshire, 
X'erniont,  and  Maine  all  within  easv  reach. 


Tips  on  Applying 
for  Admission  and 
Financial  Aid 

Begin  the  admission  process 
as  early  as  possitle  hy  read- 
ing and  e\'aluating  college 
and  application  information 
for  all  of  the  institutions 
that  vou  are  interested  in. 


Completed  applications 
may  include  the  following: 

■  ConipleteJ  aJmisslon 
application  form 

■  High  school  transcripts 

■  Teacher  recominenJations 
or  references 

■  StanJarJizeJ  test  scores  (SATL 

SATIL  ACT,  TOEFL) 

■  Personal  essaif,  if  reqiiireJ 


Always  apply  for  admission 
and  iinancial  ai  d  at  the  same 
time.  Do  not  wait  until  you 
are  accepted  to  apply  for 
financial  aid.  if  you  wait,  you 
may  miss  out  on  financial 
aid.  Lheck  with  each  college 
to  make  sure  that  you  have 
completed  their  admission 
requirements. 

\our  school's  Fmancia  1  Aid 
Off  ice  will  determine  how 
much  financial  aid  you  are 
eligihle  for  hy  reviewing  your 
financial  aid  application 
materia  Is.  Thev  cal  culate 
your  "family  contrihution" 
and  suhtract  that  figure  from 


the  annual  cost  of  the  college 
(usually  includes  tuition, 
fees,  room  and  hoard,  hoohs 
and  miscellaneous  expenses). 
What  remains  is  your  tinan- 
cial  need"  which  they  seek  to 
fill  with  federal,  state,  and 
institutional  loans,  grants, 
and  scholarships,  and  work 
programs. 

■  Loans  are  funds  borrowed  in  the 
student  's  name,  often  repaid  after 
the  student  graduates  or  leaves 
school. 

■  Grants  arc  monies  that  do  not 
have  to  he  repaid. 


The  ME  FA  Loan 

Families  of  students  studying  at  participating 
MassacKusetts  colleges  and  universities  may  also 
t)e  eligible  for  tke  MEFA  Loan,  one  of  tlie  lowest 
cost  college  loans  available  in  tlie  United  States. 
Tlie  MEFA  Loan  allows  families  to  borrow  the 
full  cost  of  their  education  (less  any  financial 
aid  they  receive)  and  repay  that  amount  over 
fifteen  years. 


For  more  information,  call  1-800-449-MEFA 
or  visit  our  Weh  site  at  www.mefa.org. 


■  Sclwlarships,  which  Jo  not  have 
to  he  repaid,  are  usually  awarded 
to  students  who  show  academic 
merit  or  some  other  talent. 

■  Work  programs  enable  students 
to  obtain  employment  on  campus. 

^  Merit  based  awards  are  not 
awarded  based  on  financial 
need;  they  are  awa  rded  by 
the  college  to  students  who 
have  unique  talents  or  have 
excelled  academically. 

\ou  should  apply  for  private 
scholarships  through  your 
high  school,  civic  organiza- 
tions, puhhc  libraries  and  the 
Liternet.  You  should  avoid 
paying  for  a  scholarship 


search  as  there  are  numerous 
no-cost  services  available, 
if  you  receive  a  private 
scholarship  from  a  source 
other  than  your  college,  you 
must  notify  your  Financial 
Aid  Ad  ministrator  as  soon  as 
possible.  Private  scholarships 
may  reduce  your  eligibility 
for  other  financial  aid. 
Contact  your  Financia  1  Aid 
Ad  ministrator  for  policies 
on  private  scholarships. 

Finally,  you  must  apply 
for  need-based  financial 
aid  every  year.  Contact 
vour  Financia  1  Aid  Office 
for  application  and 
deadline  information. 


Financial  aid  applications  may  include 
the  following: 

■  Free  application  for  Federal  Student  A.id  (FA.FSA.);  avail- 
able  at  guidance  office  or  apply  on-line  at  www.fafsa.ed.gov 
(complete  4-6  weeks  before  a  schools  priority  deadline) 

■  College  Scholarship  Service  PROFILE®  Form; 
available  at  guidance  ofjices  or  apply  on-line  at 
www.collegeboard.com/profile  (complete  4-0  weeks 
before  a  school's  priority  deadline) 

stitutlonal  Financial  Aid  Application 

■  Signed  copies  of  previous  year  's  federal  tax  returns 
(both  student's  and  parents) 

^Business/Farm  Supplemental  Information  (if  applicable) 

■  Divorced/Separated  Parent  Information  (if  applicable) 

^  Any  other  information/clarification  requested  by  the 
Financial  Aid  Office 
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Admission  and  Financial  Aid  Calendar  for  High  School  Seniors 


September 

■  X'isit  w\^Tv.mefa.org  to  research  colleges  that  might  suit  you. 

■  Attend  college  fairs  and  collect  information  ahout  colleges. 

■  Start  researching  and  applymg  for  private  scholarships  at 
your  high  school,  area  cluhs  and  organizations,  your  puhlic 
lihrary,  or  on-line  at  ■w'wxv'.finaid.or^  or  •w~w^'.fastweh.com. 

October/November 

■  Take  ^AT  I  and/ or  :rAT  II  exams. 

■  \'isit  the  colleges  that  vou're  interested  in. 

■  Prepare  admission  applications. 

■  Ask  appropriate  people  to  write  references  for  you. 

■  Ohtain,  complete  and  mail  the  PROFILE®  Registration 
Form  or  complete  on-lme  at  www.collegetoard.com  profile. 

■  Ohtain  financial  aid  application  materials  freim  the 
colleges  you  are  applying  to.  Pay  careful  attention  to 
application  procedures  and  deadlines! 

■  Lontinue  searching  for  private  scholarships. 

December 

■  Continue  to  complete  your  admission  applications. 

■  ::rchedule  personal  interviews  at  colleges,  if  required. 

■  Attend  college  fairs  an  d  financial  aid  information  nights 
(go  to  www.mefa.org  for  financial  aid  seminars  offered 

hyiMEFA). 
January 

■  Prepare  and  mail  the  Free  Application  for  Federal 
Student  Aid  (FAFSA)  or  complete  on-line  at 

www.  fafsa.ed.gov  (cannot  he  completed  until  January  1). 
L  se  estimates  if  previous  year's  taxes  are  not  complete. 

■  Prepare  and  mail  the  PROFILE®  application  or  complete 
it  at  wTS'w.collegehoard.corriy  profile. 

■  Contact  college  financial  aid  offices  to  determine 
what  materials  are  required  to  complete  financial  aid 
applications.  Keep  track  of  each  school's  requirements 
and  keep  copies  of  what  vou  ve  sent. 

■  Promptly  send  in  any  information  that  IS  reque  sted  hy 
the  college  including  federal  tax  returns  -  get  them  done 
early  !  Make  sure  the  student's  name  and  social  securitv 
numher  are  on  every  document. 

■  Be  aware  of  college  financial  aid  and  admission 
application  deadlines.  The  earlier  you  apply  the  hetter. 


February 

■  ^end  in  signed  completed  copies  of  parents'  and  student's 
federal  income  tax  returns  to  schools,  if  required. 

■  Review  and  correct  vour  Student  Aid  Report  (SAR). 

■  Promptly  respond  to  requests  for  information  hy  colleges. 

■  Call  schools  to  make  sure  your  financial  aid  and 
admissions  applications  are  complete. 

March 

■  ^^atch  mail  for  college  acceptance  letters  and  offers 
of  financial  aid. 

■  Contact  your  state  higher  education  agency  ahout 
availahle  state  aid  programs. 

■  Attend  open  house  events  and  overnight  visits  at  your 
preferred  colleges. 

April 

■  Review  and  compare  financial  aid  awards. 

■  Contact  the  college's  Financial  Aid  Office  to  make  sure 
nothing  else  is  needed  to  complete  your  financial  aid  file. 

■  Discuss  financing  options  with  the  college's  Financial 
Aid  Office. 

May 

■  Pav  required  deposits  for  enrollment  and/or  residence 
hail  LyMay  1. 

■  Decide  on  how  you'll  finance  your  education. 

■  Apply  for  your  preferred  financing  choice. 

■  Lheck  out  www.mefa.org  for  information  ahout  the 
MEFA  Loa  n  Program. 

■  File  the  Massachusetts  ^tate  i-cholarship  application 

residents  deadline  May  1). 

June/July/August 

■  Respond  promptly  to  any  requests  for  information 
from  your  college. 

■  Pay  fall  semester  tuition  hill. 

■  Request  a  final  high  school  transcript  he  sent  to 
your  college. 

■  Attend  orientation. 


injoy  your  summer 
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Visit  These  Helpful  Web  Sites  for  More  Information 


For  Kelp  in  financing  your  education 
efa.org 


www.  me: 


Information  on  travel  m  Massacfiusetts 
www.niassport.coni 

TKe  U.S.  D  apartment  of  ej  ucation 
and  FAFSA  fo  rms 


UeC  ollege  Board  and  Profile  Registration 
www.collegeljoarcl.com 

Comprehensive  information  on  all  types 
off  inancial  aid 
www.finai  J.or^ 

Scliolarsllip  search  engine 
www.fastweL.coni 


Call  these  helpful  phone  numbers  for  more  information 


The  College  Board  and  Profile 

Registration 

1-800-778-6888 


Western  Massackusetts 

Amherst  College 
Bay  Path  College 
Berkshire  Community  College 
Elms  College 

Greenfield  Community  College 
Hampshire  College 
Holyoke  Community  College 
Massachusetts  College  of  Liberal  Arts 
Mount  Holyoke  College 
Smith  College 
Springfield  College 

Springfield  Technical  Community  College 
University  of  Massachusetts  Amherst 
Western  New  England  College 
Westfield  State  College 
Williams  College 


Central  Massack  usetts 

American  International  College 

Anna  Maria  College 

Assumption  College 

Becker  College 

Clark  University 

College  of  the  Holy  Cross 

Fitchburg  State  College 

Mount  Wachusett  Community  College 

Nichols  College 

Quinsigamond  Community  College 
University  of  Massachusetts  Medical  School 
Worcester  Polytechnic  Institute 
Worcester  State  College 

Nortkeastern  Massackusetts 

Endicott  College 
Gordon  College 
Marian  Court  College 


Merrimack  College 

Middlesex  Community  College 

Montserrat  College  of  Art 

North  Shore  Community  College 

Northern  Essex  Community  College 

Salem  State  College 

University  of  Massachusetts  Lowell 

Soiitkeastern  Massackusetts 

Bridgewater  State  College 
Bristol  Community  College 
Cape  Cod  Community  College 
Curry  College 
Dean  College 

Massachusetts  Maritime  Academy 
Massasoit  Community  College 
Stonehill  College 

University  of  Massachusetts  Dartmouth 
Wheaton  College 
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Greater  Boston 
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Art  Institute  of  Boston  at  Lesley  University 
Arthur  D.  Little  School  of  Management 
Babson  College 
Bay  State  College 

Benjamin  Franklin  Institute  of  Technology 

Bentley  College 

Berklee  College  of  Music 

Boston  College 

Boston  Conservatory 

Boston  University 

Brandeis  University 

Bunker  Hill  Community  College 

Eastern  Nazarene  College 

Emerson  College 

Emmanuel  College 


Fisher  College 
Framingham  State  College 
Harvard  University 
Hebrew  College 
Hellenic  College 
Laboure  College 
Lasell  College 
Lesley  College 

MGH  Institute  of  Health  Professions 
Massachusetts  Bay  Community  College 
Massachusetts  College  of  Art 
Massachusetts  College  of  Pharmacy 
Massachusetts  Institute  ofTechnology 
Mount  Ida  College 

New  England  Conservatory  of  Music 
New  England  College  of  Optometry 


Newbury  College 
Northeastern  University 
Pine  Manor  College 
Quincy  College 
Regis  College 

Roxbury  Community  College 
School  of  the  Museum  of  Fine  Arts 
Simmons  College 
Suffolk  University 
Tufts  University 

University  of  Massachusetts  Boston 
Wellesley  College 
Wentworth  Institute  ofTechnology 
Wheelock  College 


10 


Ul 


to  Degree  Programs 

MassacKusetts  is  liome  to  nearly 

ges  in  New  England, 
an  J  with  more  than  116  colleges 
and  universities  throughout  the 
state,  every  student  can  find  the 
ri  ght  college  to  meet  their  needs. 

The  following  matrix  lists  the 
programs  at  the  94  colleges  and 
universities  that  participate  in 
MEFA  programs.  This  matrix 
will  help  you  find  the  college  or 
university  that  is  right  for  you. 
Follow  these  three  easy  steps  and 
experience  how  much  more 
Massachusetts  has  to  offer. 

1 choose  one  or  two  cate- 
gories that  are  important  to 
you.  For  example:  a  favorite 
major,  the  college  size,  or 
tuition  cost. 

2 Use  the  matrix  to  find  the 
colleges  that  offer  these 
choices.  Be  sure  to  notice  if 
the  major  is  offered  at  the 
undergraduate  or  graduate 


3 Turn  to  the  profile  section, 
found  on  pages  1 7  though 
32,  and  learn  more  ahout 
colleges  of  yoiix  choice. 


For  links  to  the  colleges  of  your 
choice,  visit  our  Weh  site  at 
www.mefa.org. 
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For  the  most  accurate  information,  please  contact  the  school  directly. 

Letters  that  appear  in  the  degree  category  stand  for  the  following: 
A  =  Associate  B  =  Bachelor  D  =  Doaorate 


M  =  Master 


First  Professional 


American 

International  College 

Small,  privately  funded  co-ed  college, 
urban  setting 

Total  Enrollment:  1,509 

Degrees:  B,  D 

Number  of  Faculty:  155 

Total  Majors:  36 

Application  Deadline:  Rolling  Adnnission 
Adnnission  Test  Required:  SAT  or  ACT 
Tuition  and  Fees:  $  1 4,800 
Room  and  Board:  $7,468 

Contact:  Dean  of  Admissions,  American 
International  College,  1000  State  Street 
Springfield,  MA  01  109-3189 
Telephone:  4 1 3-205-320 1  or  800-242-3 1 42 
Fax:  4  I  3-205-305  I 
E-mail:  inquiry@vvww.aic.edu 
Web  site:  viww.aic.edu 

Amherst  College 

Independent  privately  funded  4-year  coed 

college,  small-town  setting 
Total  Enrollment:  1 ,650: 49%  women;  4% 

international  Students 
Degrees:  B 

Number  of  Faculty:  175 
Total  Majors:  33 

Application  Deadline:  December  3 1 
Admission  Test  Required:  SAT  or  ACT 

plus  3  SAT  II  Subject  Tests 
Admission  Tests  Recommended:  SAT  II 

Writing 

Tuition  and  Fees:  $26,760 
Room  and  Board:  $7,100 

Contact:  Office  of  Admission, 

Amherst  College.  PO  Box  5000, 
Wilson  Admission  Center 
Amherst  MA  01002 

Telephone:  413-542-2328 

Fax:  4 1 3-542-2040 

E-mail:  admissions@amherstedu 

Web  site:  v/v/w.amherstedu 


Anna  Maria  College 

Independent  privately  funded  4-year  coed 
Roman  Catholic  college,  rural  setting 

Total  Enrollment:  1,617 

Total  Undergraduate  Enrollment:  900; 

59.8%  women:  4%  international  students 
Degrees:  A.  B.  M 
Number  of  Faculty:  33 
Total  Majors:  37 
Application  Deadline: 
Admission  Test  Recommended:  SAT 
Tuition  and  Fees:  $  1 6,650 
Room  and  Board:  $6,300 
Contact:  Office  of  Undergraduate  Admission, 

Anna  Maria  College, 

Sunset  Lane. 

Paxton,  MA  0I6I2-I  198 

Telephone:  508-849-3360 

Fax:  508-849-3362 

E-mail:  admission@annamana.edu 

Web  site:  www.annamariaedu 


The  Art  Institute  of  Boston 
at  Lesley  University 

Privately  funded.  4-year  coed  college, 
jrban  serj^g 

Total  Enrollment:  550;  59%  female:  14%  inter- 
national students  from  25  countries 

Degrees:  B 

Number  of  Faculty:  103 
Total  Majors:  - 

Application  Deadline:  Rolling;  Fall;  February 
1 5  (priority);  Spring:  November  1 5  (pnorrty) 
Admission  Tests  Required:  SAT  l;TOEFL 

for-  international  Students 
Tuition  and  Fees:  $14,810 
Room  and  Board:  $8,900 
Contact:  Office  of  Admissions, 

The  Art  Institute  of  Boston 

700  Beacon  Street 

Boston.  MA  02215-2598 

Telephone:  617-585-6700  or 

I  -800-773-0494  x6700 

Fax:  617-437-1226 

E-mail:  admissions@aiboston.edu 

Web  site:  www.aiboston.edu 


Arthur  D.  Little  School 
of  Management 

Independent,  privately  funded,  coed,  one-year 

graduate  school 
Total  Enrollment:  65;  20%  women; 

95%  international 
Degrees:  M 

Number  of  Faculty:  20 
Total  Majors: 

Application  Deadline:  Rolling  admissions 
Admission  Test  Required:  GMAT.TOEFL 
Tuition  and  Fees:  536  CCO 
Room  and  Board:  $20,000  estimated 

living  expenses 
Contact:  Arthur  D.  Little  School 
of  Management 
1 94  Beacon  Street 
Chestnut  Hill.  MA  02467 
Telephone:  617-552-2877 
Fax:  6  1 7-552-205 1 
E-mail:  adlsom@adlittle.com 
Web  site:  www.adlsom.edu 

Assumption  College 

Privately  funded  Roman  Catholic  coed  college, 

suburban  setting 
Total  Enrollment:  Z^S-^ 
Total  Undergraduate  Enrollment:  2.094; 

60%  women;  3%  intemational  from 

24  countries. 
Degrees:  A.  B.  M 
Number  of  Faculty:  124 
Total  Majors:  33 

Application  Deadline:  Fall;  March  I 

SD—g:  Dece-ce- 

Admission  Tests  Required:  SAT  I  or  ACT 
Tuition  and  Fees:  $19,145 
Room  and  Board:  $7,375 
Contact:  Office  of  Admission, 

Assumption  College, 

500  Salisbury  Street 

Worcester  MA  01615 

Telephone:  888-882-7786 

Fax:  508-799-44 1 2 

E-mail:  admiss@assumption.edu 

Web  site:  v/ww.assumption.edu 
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Babson  College 


Privately  funded,  coeducational  college,  suburban 
setting 

Total  Enrollment:  3,397 

Total  Undergraduate  Enrollment:  1 ,75  I ; 

40%  women:  20%  international  students 

from  over  70  countries 
Degrees:  B,  M 
Number  of  Faculty:  208 
Total  Majors:  ! 

Application  Deadline:  Early  Decision  I: 

December  I ;  Early  Action  I:  December  I ; 

Regular  Decision:  February  I . 
Admission  Tests  Required:  SAT  or  ACT:  SAT 

II  Subject  Test  required  for  placement  (Math 

IC  or  lie  and  Writing),  Must  be  taken  before 

time  of  application. 
Tuition  and  Fees:  $24,544 
Room  and  Board:  $9,226 
Contact:  Office  of  Undergraduate  Admission, 

Babson  College,  Mustard  Hall, 

Babson  Park,  MA  02457-03  1 0 

Telephone:  781-239-5522  or 

1-800-488-3696 

Fax:  78 1  -239-4006 

E-mail:  ugradadmission@babson.edu 

Web  site:  www.babson.edu 


Bay  Path  College 


A  four-yean  private  college  offering  undergraduate 
programs  for  women  and  graduate  degrees 
for  women  and  men 

Total  Enrollment:  934:  100%  women 

(graduate  program  for  men  &  women) 
Degrees:  A.  B  &  M 
Number  of  Faculty:  28 
Total  Majors:  I  I 
Application  Deadline:  Rolling 
Admission  Tests  Required:  SAT  I  or  ACT 
Tuition  and  Fees:  $14,754 
Room  and  Board:  $6,867 
Contact:  Office  of  Enrollment  Services, 

Bay  PaXh  College, 

588  Longmeadow  Street, 

Longmeadow,  MA  0 1  1 06 

Telephone:  4 1 3-565- 1 000 

Fax:  4 1  3-565- 1  105 

E-mail:  admiss@baypatfi.edu 

Web  site:  www.baypathi.edu 


Bay  State  College 

Privately  funded,  independent  2-year  coed 

college,  urban  setting 
Total  Enrollment:  550 
Total  Undergraduate  Enrollment:  275-300: 

65%  women;  20%  international  students 
Degrees:  A 
Total  Majors:  1 8 
Application  Deadline:  Rolling 
Admission  Tests  Required:  None 
Tuition  and  Fees:  $12,350 
Room  and  Board:  $8,200 
Contact:  Office  of  Admissions,  Bay  State 

College,  1 22  Commonwealth!  Avenue, 

Boston,  MA  021  16 

Telephone:  617-236-8006 

Fax:  617-536-1735 

E-mail:  admissions@baystate.edu 

Web  site:  www.baystate.edu 

Becker  College 

Independent  2-year  and  4-year  coed  college,  two 

campuses:  urban  and  suburban  settings 
Total  Enrollment:  1,113:  72%  women;  9% 

international  students  from  I  I  countries 
Degrees:  A,  B 
Number  of  Faculty:  1 27 
Total  Majors:  3  I 
Application  Deadline:  Rolling 
Tuition  and  Fees:  $13,500 
Room  and  Board:  $7, 1 80 
Contact:  Director  of  Admissions, 

Becker  College,  6 1  Sever  Street, 

Worcester  MA  0 1 6 1 5 

Telephone:  508-79 1  -924 1 ,  ext.  245 

Fax:  508-890- 1 500 

E-mail:  admissions@beckeredu 

Web  site:  www.beckercollege.edu 

Benjamin  Franklin 

Institute  of  Technology 

Small,  private,  techinology  college 
Total  Enrollment:  3 1 7 
Degrees:  A 

Number  of  Faculty:  42 
Total  Majors:  1 6 
Application  Deadline:  Open 
Admission  Test  Required:  Mathi  &  Englisfi 

(Institutional) 
Tuition  and  Fees:  $  I  1 ,  1 50 
Room  and  Board:  $8,000-$  1 0,000 
Contact:  Admissions  Office,  Benjamin  Franklin 

Institute  of  Technology,  4 1  Berkeley  Street, 

Boston,  MA  02 1  1 6 

Telephone:  6 1 7-423-4630 

Fax:  617-482-3706 

E-mail:  admis@bfit.edu 

Web  site:  www.bfit.edu 


Bentley  College 


Privately  funded  independent  coed  college, 

suburban  setting 
Total  Enrollment:  5,700 
Total  Undergraduate  Enrollment:  4,200; 

45%  women;  1 2%  international  students 

from  70  countries 
Degrees:  B,  M 
Number  of  Faculty:  380 
Total  Majors:  17 
Application  Deadline:  February  I 
Admission  Tests  Required:  SAT  or  ACT 
Tuition  and  Fees:  $21,865.  Mobile  Computing 

fee:  $  1 ,200.  Activity  fee;  $  I  85 
Room  and  Board:  $9,0 1 0 
Contact:  Office  of  Undergraduate  Admission, 

Bentley  College,  1 75  Forest  Street, 

Waltham,  MA  02452 

Telephone:  78 1  -89 1  -2244  or 

1-800-523-2354 

Fax:  781-891-3414 

E-mail:  ugadmission@bentleyedu 

Web  site:  www.bentleyedu 


Berklee  College  of  Music 

Independent  4-year  coed  college,  urban  setting 

Total  Enrollment:  3,361 

Total  Undergraduate  Enrollment:  3,36 1 ; 

23%  women  including  international  students 

from  75  countries 
Degrees:  B,  M 
Number  of  Faculty:  425 
Total  Majors:  1 2 
Application  Deadline:  Rolling 
Tuition  and  Fees:  $  1 8,290  (degree);  $  1 7,790 

(diploma) 
Room  and  Board:  $9,790 
Contact:  Office  of  Admissions, 

Berklee  College  of  Music, 

I  1 40  Boylston  Street, 

Boston,  MA  022 1 5 

Telephone:  I  -800-BERKLEE  or 

617-747-2222 

Fax:  6 1 7-747-2047 

E-mail:  admissions@berklee.edu 

Web  site:  www.berklee.edu 
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Berkshire 

Community  College 

State-supported  2-year  coed  college,  suburban 
setting 

Total  Enrollment:  2,494:  59%  women:  2% 
^ternational  students  from  20  countries 
Degrees:  A 

Number  of  Faculty:  147 
Total  Majors:  43 
Application  Deadline:  Rolling 
Admissions  Tests  Required:  None 
Tuition  and  Fees:  52,160  (In-State):  $7,416 

OuT-of- State) 
Room  and  Board:  N/A 
Contact:  Admissions  Office. 
Berkshire  Community  College. 

I  350  West  Street  Pittsfield.  MA  0 1 20 1 
Telephone:  4 1  3-499-4660  ext  242 
Fax:  4  I  3-496-95 1  I 

E-mail:  admissions@cc, berkshire.org 
Web  site:  vww,cc. berkshire.org 

Boston  College 

Independent  Roman  Catholic  (Jesuit)  coed 

college,  suburban  setting 
Total  Enrollment:  4  30^ 
Total  Undergraduate  Enrollment:  9,000: 

53%  women:  2%  international  students 
Degrees:  B.  F.  M.  D 

Number  of  Faculty:  645  full  time  faculty 
Total  Majors:  50+  undergraduate  majors 
Application  Deadline:  Fall:  January  2:  Early 
action  and  Spring:  November  I 

Admission  Tests  Required:  SAT  I  and  3  SAT 

II  or  ACT 

Tuition  and  Fees:  Freshman:  $24,750: 

Upperciass:  24.470 

Room  and  Board:  approximately  $8,860; 

JDse'Xiass:  9.785 
Contact:  Undergraduate  Admissions  Office, 
Boston  College.  1 40  Commonwealth 
Avenue.  Devlin  Hall  208. 
Chestnut  Hill.  MA  02467 
Telephone:  617-552-3100 
Fax:  6 1 7-552-0798 
E-mail:  ugadmis@bc.edu 
Web  site:  vww^^.bc.edu 


Boston  Conservatory 

Privately  funded  conservatory 

Total  Enrollment:  614 

Degrees:  B  M 

Number  of  Faculty:  181 

Total  Majors:  1 

Application  Deadline:  March  1st 

Admission  Test  Required:  Audition  required 

Tuition  and  Fees:  $20,750 

Room  and  Board:  $9,280 

Contact:  Office  of  Admissions. 

The  Boston  Conservatory.  8  The  Fenv^y. 

Boston,  MA  02215 

Telephone:  617-912-9153 

Fax:  6 1 7-247-3 1 59 

E-mail:  admissions@bostonconservatory.edu 
Web  site:  www.bostonconservatory.edu 

Boston  University 

Private  (nonprofit),  coeducational  college. 

urban  setting 
Total  Undergraduate  degree-seeking: 

15.26 

Total  Undergraduate  Enrollment:  17.819: 
59%  undergraduate  women:  9%  undergraduate 
international  students  from  1 00  countries 

Degrees:  B.  F  M  &  D 

Number  of  Faculty:  3.277 

Total  Majors:  1 37  undergraduate  majors  plus 
23  additional  through  Metropolitan  College's 
evening  program. 

Application  Deadline:  January  I  for  fall 
admissions.  December  I  for  Accelerated 
Medical  and  Dental  Programs. Trustee 
Scholar  Boston  High  School  and  Cardinal 
Medeiros  Scholar  programs.  November  I 
for  Spring  (January)  Admissions. 

Tuition  and  Fees:  $26,228 

Room  and  Board:  $8,750  (can  vary  with  type 
of  accommodation  and  meal  plan) 

Contact:  Office  of  Undergraduate  Admissions. 
Boston  University.  88 1  Commonwealth 
Avenue.  6th  Floor  Boston,  MA  02215 
Telephone:  617-353-2300 
Fax:  617-353-9695 

E-mail:  admissions@bu.edu:  International 
admissions:  intadmis@bu.edu 
Web  site:  wvw.bu.edu 


Brandeis  University 

Independent  coed  university  suburban  setting 

Total  Enrollment:  4753 

Total  Undergraduate  Enrollment:  3.169; 

56%  women:  5%  international  students 
Degrees:  B.  M.  D 
Number  of  Faculty:  473 
Total  Majors:  Z : 

Application  Deadline:  Fall:  January  31; 

Sd'"  ng:  November  I 
Admission  Tests  Required:  SAT  I  &  3  SAT 

O'-  ACT 

Tuition  and  Fees:  $26,281 
Room  and  Board:  $7,405 
Contact:  Office  of  Admissions,  Brandeis 

University.  PO.  Box  9 1  1 0. 

Waltham.  MA  02454-91  10 

Telephone:  78 1  -736-3500 

Fax:  781-736-3536 

E-mail:  sendinfo@brandeis.edu 

Web  site:  v/ww.brandeis.edu 


Bridgewater  State  College 

State-supported  comprehensive  coed  college, 
small-town  setting 

Total  Enrollment:  8.839 

Total  Undergraduate  Enrollment:  7.080: 

zZ'-z  .■.o'^-e'^  2%  international  students  from 

24  countries 
Degrees:  B  M 
Number  of  Faculty:  466 
Total  Majors:  1- 

Application  deadline:  December  I:  Fall; 

March  I :  Spnrg 

Admission  Tests  Required:  SAT 
Tuition  and  Fees:  $2,943  (In-State);  $9,083 

iO.:-c-'-5:=:e 
Room  and  Board:  $4,706 
Contact:  Admissions  Office,  Bndgewater  State 

Co  ege,  Bridgewater  MA  02325 

Telephone:  508-531-1237 

Fax:  508-531-1746 

E-mail:  admission@bndgew.edu 

Web  site:  www.bndgew.edu 


19 


Bristol  Community  College 

State  supported  2-year  college,  urban  setting 
Total  Undergraduate  Enrollment:  6,060; 

64%  women;  I  %  international  students  from 

8  countries 
Degrees:  A 

Number  of  Faculty:  1 02 
Total  Majors:  65 
Application  Deadline:  Open 
Tuition  and  Fees:  $  1 ,742  (In-State); 

$6,686  (Out-of-State) 
Room  and  Board:  N/A 
Contact:  Office  of  Admissions,  Bristol 

Community  College,  777  Elsbree  Street, 

Fall  River  MA  02720 

Telephone:  508-678-28 II  ext.  2 1 79 

Fax:  508-730-3265 

Web  site:  www.bristol.mass.edu 

Bunker  Hill 

Community  College 

State  supported  2-year  coed  college,  urban  setting 
Total  Undergraduate  Enrollment:  6,9 1 8; 

59%  women;  4%  international  students 
Degrees:  A 

Number  of  Faculty:  I  I  8  full-time; 

237  part-time 
Total  Majors:  15 
Application  Deadline:  Rolling 
Admissions  Required:  TOEFL  (minimum 

score  of  500) 
Tuition  and  Fees:  $  1 ,680  (In-State);  $6,624 

(Out-of-State) 
Room  and  Board:  N/A 
Contact:  Office  of  Admission,  Bunker  FHill 

Community  College,  250  New  Rutherford 

Avenue,  Boston,  MA  02 1 29-2925 

Telephone:  617-228-2235 

Fax:  6 1 7-228-2082 

Web  site:  www.bhcc.mass.edu 


Cape  Cod 

Community  College 

State  supported  2-year  coed  college,  small 

town  setting 
Total  Undergraduate  Enrollment:  4,0 1  I ; 

65%  women;  I  %  international  students  from 
4  countries 
Degrees:  A 

Number  of  Faculty:  74  full-time;  200  part-time 
Total  Majors:  49 
Application  Deadline:  Rolling 
Admission  Tests  Required:  None 
Tuition  and  Fees:  $2,460  (In-State); 

$8,640  (Out-of-State) 
Room  and  Board:  N/A 
Contact:  Office  of  Admission,  Cape  Cod 

Community  College,  2240  lyanough  Road, 

W.  Barnstable,  MA  02668- 1 599 

Telephone:  508-362-2 1  3 1 ,  ext.  43 1  I 

Fax:  508-375-4089 

Web  site:  www.capecod.mass.edu 

Clark  University 

Independent  coed  university,  urban  setting 

Total  Enrollment:  2,450 

Total  Undergraduate  Enrollment:  1,890; 

53%  women;  I  I  %  international  students 
Degrees:  B,  M,  D 
Number  of  Faculty:  1 75 
Total  Majors:  27 

Application  Deadline:  February  I  for  Fall; 

November  1 5  for  Spring 
Admission  Tests  Required:  SAT  or  ACT 

TOEFL 

Admission  Tests  Recommended:  Additional 

SAT  II  Subject  Tests 
Tuition  and  Fees:  $24,620 
Room  and  Board:  $4,550 
Contact:  Admissions  Office, 

Clark  University,  950  Main  Street, 

Worcester  MA  01610-1477 

Telephone:  508-793-743 1  or 

l-800-GOCLARK 

Fax:  508-793-8821 

E-mail:  admissions@clarku.edu 

Web  site:  www.clarku.edu 


College  of  the  Holy  Cross 

Privately  funded  Roman  Catholic  (Jesuit)  4-year 

coed  college,  urban  setting 
Total  Undergraduate  Enrollment:  2,782; 

53%  women;  3%  international  students 
Degrees:  B 

Number  of  Faculty:  222  full-time;  48  part- 
time 

Total  Majors:  23 

Application  Deadline:  January  1 5  for  regular 
admission;  December  15  for  early  decision 

Admission  Tests  Required:  SAT  I  or  ACT  and 

3  SAT  II  Subject  Tests  (one  must  be  writing) 

Tuition  and  Fees:  $25,020 
Room  and  Board:  $7,760 

Contact:  Admissions  Office, 

College  of  the  Holy  Cross,  I  College  Street, 

Worcester  MA  0 1 6 1 0 

Telephone:  508-793-2443 

Fax:  508-793-3888 

E-mail:  Admissions@holycross.edu 

Web  site:  vww.holycross.edu 

Curry  College 

Independent  4-year  coed  college, 

suburban  setting 
Total  Enrollment:  2,330 
Total  Undergraduate  Enrollment:  2,2 1 8; 

50%  women;  5%  international  students 
Degrees:  B,  M 
Number  of  Faculty:  23 1 
Total  Majors:  17 

Application  Deadline:  March  I  for  Learning 
Disability  Program;  April  I  for  regular  Fall 
admission;  December  I  for  Spring 

Admission  Tests  Required:  SAT  or  ACT; 
TOEFL 

Tuition  and  Fees:  $  1 8,595 
Room  and  Board:  $7,430 
Contact:  Office  of  Admission,  Curry  College, 

1 07 1  Blue  Hill  Avenue,  Milton,  MA  02 1 86 

Telephone:  I  -800-669-0686 

Fax:  617-333-21  14 

E-mail:  curryadm@curryedu 

Web  site:  www.curryedu 
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Dean  College 

Independent  coed  college,  small-town  setting 

Total  Enrollment:  1 ,400 

Total  Undergraduate  Enrollment:  920: 

45/6  women;  10%  international  students 
Degrees:  A,  B 
Number  of  Faculty:  27 
Total  Majors:  I  I 
Application  Deadline:  Rolling 
Admission  Tests  Required:  SAT  or  ACT 
Tuition  and  Fees:  $17,530 
Room  and  Board:  $7,920 
Contact:  Admissions  Office.  Dean  College. 

99  Mam  Street,  Franklin.  MA  02038 

Telephone:  508-541-1508 

Fax:  508-541-8726 

E-mail:  admissions@dean.edu 

Web  site:  www.dean.edu 


Eastern  Nazarene  College 

Independent  coed  Christian  college, 
suburban  setting 

Total  Enrollment:  1 .620 

Total  Undergraduate  Enrollment:  1 .469: 

58/6  women:  296  international  students 
Degrees:  A,  B,  M 
Number  of  Faculty:  52 
Total  Majors:  29 
Application  Deadline:  Rolling 
Admission  Tests  Required:  SAT/ACT 
Tuition  and  Fees:  $  1 4,458 
Room  and  Board:  $4,925 
Contact:  Office  of  Admission, 

Eastern  Nazarene  College. 

23  East  Elm  Avenue.  Quincy.  MA  02 1 70 

Telephone:  617-745-371  I 

or  I -800-88-ENC-88 

Fax:  6 1 7-745-3929 

Web  site:  www.enc.edu 


Elms  College 

Private  coed  Catholic  college,  small  town  setting 
Total  Enrollment:  1 .200 
Total  Undergraduate  Enrollment:  550 
Degrees:  A.  B,  M 
Number  of  Faculty:  43 
Total  Majors:  34 
Application  Deadline:  Rolling 
Admission  Tests  Required:  SAT  I; 
ACT  accepted 

Tuition  and  Fees:  $  1 4,990 
Room  and  Board:  $5,900 
Contact:  Office  of  Admission,  Elms  College, 

29  I  Springfield  Street.  Chicopee.  MA  0 1 0 1  3 

Telephone:  413-592-3189  or 

I  -800-255-ELMS. 

Fax:  4 1  3-594-278 1 

E-mail:  admissions@elms.edu 

Web  site:  vwvw.elms.edu 

Emerson  College 

Independent  4-year  coed  college,  urban  setting 

Total  Enrollment:  4.074 

Total  Undergraduate  Enrollment:  3. 1 68: 

58%  women:  8%  international  students 
Degrees:  B,  M 
Number  of  Faculty:  304 
Total  Majors:  20 

Application  Deadline:  Fall:  February  I 

(Freshman);  March  I  (Transfers):  November 
I  (Early  Action).  Spring:  November  I. 

Admission  Tests  Required:  SAT  or  ACT; 
TOEFL  for  international  students 

Tuition  and  Fees:  $20,6 1 8 

Room  and  Board:  $9,260 

Contact:  Office  of  Undergraduate  Admissions, 
Emerson  College,  1 20  Boylston  Street, 
Boston.  MA  02 1  1 6-4624 
Telephone:  6 1 7-824-8600 
Fax:  6 1 7-824-8609 
E-mail:  admission@emerson.edu 
Web  site:  vww.emerson.edu 


Emmanuel  College 

Independent  Roman  Catholic  college,  urban  setting 

Total  Enrollment:  1 ,524 

Total  Undergraduate  Enrollment:  1 ,360; 

87%  women;  1 5  %  international  students 

from  39  countries 
Degrees:  B,  M 
Number  of  Faculty:  48 
Total  Majors:  I  5 
Application  Deadline:  Rolling 
Admission  Tests  Required:  SAT  I. TOEFL 

(500  minimum  score) 
Tuition  and  Fees:  $  1 6.800 
Room  and  Board:  $7,650 
Contact:  Office  of  Admission.  Emmanuel 

College.  400  The  Fenway  Boston.  MA  021  15 

Telephone:  6 1 7-735-97 1 5 

Fax:  6 1 7-735-980 1 

E-mail:  enroll@emmanuel.edu 

Web  site:  www.emmanuel.edu 

Endicott  College 

Independent  coed  college,  suburban  setting 

Total  Enrollment:  1 .825 

Total  Undergraduate  Enrollment:  1 .400; 

66%  women;  8%  international  students 
Degrees:  A.  B.  M 
Number  of  Faculty:  66 
Total  Programs  of  Study:  26 
Application  Deadlines:  Rolling 
Admission  Tests  Required:  SAT  or  ACT 
Tuition  and  Fees:  $  1 5.704 
Room  and  Board:  $8,000 
Contact:  Office  of  Admission,  Endicott  College. 

376  Hale  Street.  Beverly  MA  0 1 9 1 5 

Telephone:  978-921-1000 

Fax:  978-232-2520 

E-mail:  admissio@endicott.edu 

Web  site:  wvvw.endicott.edu 
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Fisher  College 

Small,  privately  funded  college 
Total  Enrollment:  1 .300 
Degrees:  A,  B 
Number  of  Faculty:  85 
Total  Majors:  1 8 

Application  Deadline:  Rolling  admissions 

Admission  Test  Required:  None 

Admissions  Tests  Recommended:  SAT 

Tuition  and  Fees:  $  1 5  200 

Room  and  Board:  $7,900 

Contact:  Fisher  College,  Director  of  Enrollment. 

I  1 8  Beacon  Street,  Boston,  MA  02 II 6. 

Telephone:  6 1 7-236-88 1 8  or  800-446- 1 226 

or  800-821-3050 

Fax:  6 1 7-236-8858 

E-mail:  admissions@fisheredu 

Web  site:  www.fisheredu 

Fitchburg  State  College 

State-supported  coed  college,  suburban  setting 

Total  Enrollment:  6.4 1  6 

Total  Undergraduate  Enrollment:  3.724; 

56%  women  including  1%  international 

students  from  I  3  countries 
Degrees:  B,  M 
Number  of  Faculty:  220 
Total  Majors:  29 

Admission  Tests  Required:  SAT  or  ACT. 

Transfers  accepted. 
Tuition  and  Fees:  $2,988  (In-State);  $9,068 

(Out-of-State) 
Room  and  Board:  $4,838 

Contact:  Admissions  Office, 

Fitchburg  State  College,  1 60  Pearl  Street, 

Fitchburg,  MA  0 1 420 

Telephone:  978-665-3144 

Fax:  978-665-4540 

E-mail:  admissions@fsc.edu 

Web  site:  www.fsc.edu 


Framingham  State  College 

State-supported  comprehensive  coed  college, 
suburban  setting 

Total  Enrollment:  5.810 

Total  Undergraduate  Enrollment:  4,070; 

63%  women;  2%  international  students  from 

38  countries. 
Degrees:  B.  M 
Number  of  Faculty:  280 
Total  Majors:  25  undergraduate,  2 1  graduate 
Application  Deadline:  March  I 
Admission  Tests  Required:  SAT  l;TOEFL 
Tuition  and  Fees:  $2,856  (In-State);  $8,936 

(Out-of-State) 
Room  and  Board:  $4,403 
Contact:  Admissions  Office, 

Framingham  State  College,  100  State  Street, 

Framingham,  MA  01 701 -9  10 1 

Telephone:  508-626-4500 

Fax:  508-626-4017 

E-mail:  admiss@frc.mass.edu 

Web  site:  www.framingham.edu 

Gordon  College 

Independent  4-year  coed  Christian  liberal  arts 

college,  small  town-setting 
Total  Undergraduate  Enrollment:  1 ,624; 

66%  women;  5%  international  students  from 

21  countries 
Degrees:  B,  M 
Number  of  Faculty:  1 36 
Total  Majors:  32 
Application  Deadline:  Rolling 
Admission  Tests  Required:  SAT  ACT; TOEFL 
Admission  Tests  Recommended:  SAT  II 

Subject  Tests 
Tuition  and  Fees:  $  1 8, 1  34 
Room  and  Board:  $5,460 
Contact:  Office  of  Admissions. 

Gordon  College.  255  Grapevine  Road, 

Wenham,  MA  0 1 984- 1 899 

Telephone:  978-927-2300  or 

1-800-343-1379 

Fax:  978-524-3722 

E-mail:  admissions@hope.gordon.edu 

Web  site:  www.gordon.edu 


Greenfield 

Community  College 

State-supported  2-year  coed  college, 

small-town  setting 
Total  Enrollment:  2,354;  65%  women;  less 

than  I  %  international  students 
Degrees:  A 

Number  of  Faculty:  62  full-time, 

1 22  part-time 
Total  Majors:  34 
Application  Deadline:  Rolling 
Tuition  and  Fees:  $2,507  (In-State); 

$8,627  (Out-of-State) 
Room  and  Board:  N/A 
Contact:  Office  of  Admission,  Greenfield 

Community  College,  One  College  Drive, 

Greenfield,  MA  01301 

Telephone:  413-775-1806 

Fax:  4 1  3-773-5 1 29 

E-mail:  admission@gcc.mass.edu 

Web  site:  www.gcc.mass.edu 

Hampshire  College 

Independent  4-year  coed  college,  rural  setting 
Total  Enrollment:  1 .  1 75;  57%  women;  4% 

international  students 
Degrees:  B 

Number  of  Faculty:  1 02 

Total  Majors:  Unlimited 

Application  Deadline:  February  I  for  Fall; 

November  1 5  for  Spring 
Admission  Tests  Recommended:  SAT  ACT 

considered  if  submitted 
Tuition  and  Fees:  $26,97 1 
Room  and  Board:  $7,0 1 0 
Contact:  Admissions  Office,  Hampshire 

College,  West  Street,  Amherst,  MA  01002 

Telephone:  413-559-5471 

Fax:  413-559-5631 

E-mail:  admissions@hampshire.edu 

Web  site:  www.hampshire.edu 
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Harvard  University 

Independent  coed  university,  urban  setting 

Total  Enrollment:  17,675 

Total  Undergraduate  Enrollment:  6,704: 

48%  women:  9%  international  students  from 

I  1 8  countries 
Degrees:  A,  B.  F,  M,  D 
Number  of  Faculty:  1 ,705  full-time, 

63  I  part-time 
Total  Majors:  4 1 

Regular  Action  Application  Deadline: 

January  I 

Early  Action  Application  Deadline: 

November  I 

Admission  Tests  Required:  SAT  I  or  ACT, 

3  SAT  II  Subject  Tests 
Tuition  and  Fees:  $26,019 
Room  and  Board:  $8,250 

Contact:  Undergraduate  Admissions, 
Harvard  College,  8  Garden  Street, 
Cambridge,  MA  02138 
Telephone:  617-495-1551 
Fax:  617-495-8821 

Web  site:  vw^Aw.adm-is.fas.harvard.edu 


Hebrew  College 

Small,  privately  funded  college  specializing  in 

Jewish  studies  and  Jewish  education 
Total  Enrollment:  250 
Degrees:  B  M 
Number  of  Faculty:  52 
Total  Majors:  2 
Application  Deadline:  May  I 
Admission  Test  Required:  none 
Tuition  and  Fees:  $12,750 
Room  and  Board:  n/a 
Contact:  Hebrew  College,  1 60  Herrick  Rd., 

Nev^on  Centre,  MA  02459, 

Attn:  Admissions  Office. 

Telephone:  617-559-8600 

Fax:  617-559-8601 

E-mail:  admissions@hebrewcollege.edu 
Web  site:  v\ww.hebrewcollege.edu 


Hellenic  College 

Privately  funded,  co-educational  liberal  arts 

college 
Total  Enrollment:  176 
Degrees:  B.  M 
Number  of  Faculty:  56 
Total  Majors:  4 

Application  Deadline:  August  15th  and 

January  1st 
Admission  Test  Required:  SAT  or  ACT 
Tuition  and  Fees:  $9,865 
Room  and  Board:  $7,350 
Contact:  Office  of  Admissions,  Hellenic  College, 

50  Goddard  Ave.,  Brookline,  MA  02445 

Telephone:  6 1 7-73 1  -3500 

Fax:  617-850-1460 

E-mail:  admissions@hchc.edu 

Web  site:  wv\/w.hchc.edu 


Laboure  College 

Privately  funded  Catholic  nursing  college 
Total  Enrollment:  259 
Degrees:  A 

Number  of  Faculty:  40 
Total  Majors:  5 

Application  Deadline:  Rolling  admissions 
Admission  Test  Required:  Placement  test 

required  of  those  not  holding  degree 
Tuition  and  Fees:  $  I  3.000  -  $  1 5.000 
Room  and  Board:  n/a 
Contact:  Admissions  Office,  Laboure  College, 

2 1 20  Dorchester  Avenue,  Boston,  MA 

02 1  24. 

Telephone:  6 1 7-296-8300  x40 1 6 
Fax:  6 1 7-296-7947 
E-mail:  admit@labourecollege.org 
Web  site:  www.labourecollege.org 


Holyoke  Community  College      Lasell  College 


Public  2-year  coed  college,  suburban  setting 
Total  Enrollment:  5,998 
Degrees:  A 

Number  of  Faculty:  I  17  full-time 

Total  Majors:  23  Degree  programs 

Application  Deadline:  Rolling 

Tuition  and  Fees:  $  1 ,5  1 6/semester  (In-State); 

$4,024/semester  (Out-of- State) 
Room  and  Board:  N/A 
Contact:  Admissions  Office,  Holyoke 

Community  College,  303  Homestead 

Avenue,  Holyoke,  MA  0 1 040 

Telephone:  4 1  3-552-2850:  or  toll-free  in 

New  England  I  -888-530-8855 

Fax:  413-552-2192 

E-mail:  admissions@hcc.mass.edu 

Web  site:  www.hcc.mass.edu 


Privately  funded  coed  college,  suburban  setting 
Total  Enrollment:  897;  4%  international 

students 
Degrees:  A.  B 
Number  of  Faculty:  155 
Total  Majors:  over  30 
Application  Deadline:  Rolling 
Admission  Tests  Required:  SAT: TOEFL 
Tuition  and  Fees:  $  1 6, 1 00 
Room  and  Board:  $8,000 
Contact:  Office  of  Admission,  Lasell  College, 

I  844  Commonwealth  Avenue, 

Nev/ton,  MA  02466 

Telephone:  617-243-2225 

Fax:  6 1 7-796-4343 

E-mail:  info@lasell.edu 

Web  site:  www.lasell.edu 
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Lesley  College 

A  4-year,  undergraduate  women's  college  that  is 

part  of  Lesley  University 
Total  University  Enrollment:  7,500 
Total  Lesley  College  Enrollment:  550; 

1 00/6  women;  8%  international  students 

from  I  2  countries 
Degrees:  B,  M,  D 
Number  of  Faculty:  43 
Total  Majors:  9 

Application  Deadline:  March  15 
Admission  Tests  Required:  SAT  I  or  ACT; 

TOEFL  or  ELPT 
Tuition  and  Fees:  $  1 7,425 
Room  and  Board:  $7,900 
(On  campus  housing  guaranteed  for  four  years) 
Contact:  Lesley  College  Office  of  Admissions, 

29  Everett  Street,  Cambridge,  MA  02 1  38 

Telephone:  617-349-8800 

Fax:  617-349-8810 

E-mail:  ugadm@mail.lesley.edu 

Web  site:  v^ww.lesleyedu 

Marian  Court  College 

Independent  2-year  college,  suburban  setting 
Total  Enrollment:  216;  95%  women; 

3%  international  students 
Degrees:  A 

Number  of  Faculty:  25 

Total  Majors:  I  3 

Application  Deadline:  Rolling 

Tuition  and  Fees:  $9,900 

Room  and  Board:  N/A 

Contact:  Office  of  Admissions,  Marian  Court 

College,  35  Little's  Point  Road, 

Swampscott,  MA  0 1 907 

Telephone:  78 1  -595-6768 

Fax:  78 1  -595-3560 

E-mail:  mariancourt@shore.net 

Web  site:  www.mariancourt.edu 

Massachusetts  Bay 
Community  College 

State-supported  2-year  coed  college, 

suburban  setting 
Total  Enrollment:  5, 1 35;  58%  women;  4% 

international  students  from  62  countries 
Degrees:  A 

Number  of  Faculty:  300 
Total  Majors:  65 
Application  Deadline:  Rolling 
Tuition  and  Fees:  $  1 ,890  (In-State);  $8,070 

(Out-of- State) 
Room  and  Board:  N/A 
Contact:  Office  of  Admissions,  Massachusetts 

Bay  Community  College,  50  Oakland  Street, 

Wellesley  Hills,  MA  0248 1  -5399 

Telephone:  78 1  -239-3000 

Fax:  78 1  -239-2525 

E-mail:  mbccinfo@mbcc.mass.edu 

Web  site:  wvwv.mbcc.mass.edu 


Massachusetts  College  of  Art 

State-supported  4-year  college,  urban  setting 

Total  Enrollment:  1 ,450 

Total  Undergraduate  Enrollment:  1,356; 

60%  women;  7.9%  international  students 

from  34  countries 
Degrees:  B,  M 
Number  of  Faculty:  208 
Total  Majors:  21 
Application  Deadline:  March  I 
Admission  Tests  Required:  SAT  I  or  ACT; 

TOEFL  or  ELPT 

Tuition  and  Fees:  $4,068  (In-State);  $  1 3, 1 98 

(Out-of-State) 
Room  and  Board:  $7,742  -  $9,632 
Contact:  Admissions  Office,  Massachusetts 

College  of  Art,  62 1  FHuntington  Avenue, 

Boston,  MA  02 1  1 5 

Telephone:  617-879-7222 

Fax:  617-879-7250 

Web  site:  www.massart.edu 


Massachusetts 

College  of  Pharmacy 

Private,  independent  institution 
Total  Enrollment:  1 ,922 
Degrees:  B,  M,  F  D 
Number  of  Faculty:  1 28 
Total  Majors:  15 

Application  Deadline:  Freshmen  and 

Graduate  students:  Feb.  I  ;Transfer  students:  Mar 

Admission  Test  Required:  none 

Tuition  and  Fees:  $  1 7,684 

Room  and  Board:  $8,910 

Contact:  Student  Financial  Services, 

1 79  Longwood  Ave.,  Boston,  MA  02 1  1 5 

Telephone:  617-732-2864 

Fax:  617-732-2082 

E-mail:  admissions@mcp.edu 

Web  site:  www.mcp.edu 


Massachusetts 

College  of  Liberal  Arts 

State-supported  coed  college,  small  town  setting 

Total  Enrollment:  I  500 

Total  Undergraduate  Enrollment:  1 ,400; 

55%  women;  I  %  international  students 
Degrees:  B,  M 
Number  of  Faculty:  1 27 
Total  Majors:  I  3  (Total  academic  programs;  32 

including  concentrations) 
Application  Deadline:  Rolling 
Admission  Tests  Recommended:  SAT 
Tuition  and  Fees:  $3,597  (In-State);  $  I  1,957 

(Out-of-State) 
Room  and  Board:  $5,493 
Contact:  Admissions  Office,  Massachusetts 

College  of  Liberal  Arts,  375  Church  Street, 

North  Adams,  MA  0 1 247-4 1 00 

Telephone:  4 1 3-662-54 1 0  or  800-292-6632 

Fax:  4 1  3-662-5 1 79 

E-mail:  admissions@mcla.mass.edu 

Web  site:  wvvw.mcla.mass.edu 


Massachusetts 

Institute  of  Technology 

Independent  coed  university  urban  setting 

Total  Enrollment:  1 0,090 

Total  Undergraduate  Enrollment:  4,258; 

4 1  %  women;  8%  international  students  from 

80  countries 
Degrees:  B,  M,  D 
Number  of  Faculty:  947 
Total  Majors:  30 

Application  Deadline:  January  I  Transfers 
accepted. 

Admission  Tests  Required:  SAT  or  ACT 

SAT  II  Subject  Tests. 
Tuition  and  Fees:  $26,960 
Room  and  Board:  $7  500 

Contact:  Admissions  Office,  Room  3-108, 
Massachusetts  Institute  ofTechnology, 
77  Massachusetts  Avenue, 
Cambridge,  MA  02139-4307 
Telephone:  617-253-4791 
Fax:  617-258-8304 
E-mail:  admissions@mit.edu 
Web  site:http;//web.mit.edu/admissions/www/ 
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Massachusetts 

Maritime  Academy 

State-supported.  4-year  coed  college,  small-town 

setting 

Total  Enrollment:  800;  14%  women, 

1%  international  students  from  7  countries 
Degrees:  B 

Number  of  Faculty:  70 
Total  Majors:  5 

Application  Deadline:  Rolling. Transfers 

accepted. 

Tuition  and  Fees:  $2,913  (In-State):  $12,223 

(Out-of- State) 
Room  and  Board:  $4,920 

Contact:  Admission  Office.  Massachusetts 
Maritime  Academy.  101  Academy  Drive. 
Buzzards  Bay  MA  02532 
Telephone:  508-830-5000  or  800-544-34 1  I 
Fax:  508-830-5077 
E-mail:  admissions@mma.mass.edu 
Web  site:  www.mma.mass.edu 


Merrimack  College 

Independent  Roman  Catholic  4-year  college, 

small-town  setting 

Total  Enrollment:  2.050 

Total  Undergraduate  Enrollment:  2.040: 

52%  women,  5%  international  students 
Degrees:  B.  M 
Number  of  Faculty:  142 
Total  Majors:  30 
Application  Deadlines: 

Fall:  February  1 5; 

Spring:  December  15 
Admissions  Tests  Required:  SAT  or  ACT 
Tuition  and  Fees:  $  1 7.455 
Room  and  Board:  $8,080 
Contact:  Admissions  Office.  Merrimack  College, 

North  Andover  MA  0 1 845 

Telephone:  978-837-5100 

E-mail:  admissions@merrimack.edu 

Web  site:  www.mernmack.edu 


Massasoit 

Community  College 

State-supported  2-year  coed  college. 

suburban  setting 
Total  Enrollment:  6.906;  57%  women;  .05% 

international  students 
Degrees:  A 

Number  of  Faculty:  250 

Total  Majors:  39 

Application  Deadline:  Rolling 

Tuition  and  Fees:  $  1 .632  (In-State);  $6,504 

(Out-of-State) 
Room  and  Board:  N/A 
Contact:  Office  of  Admissions,  Massasoit 

Communrty  College,  I  Massasoit  Blvd., 

Brockton.  MA  02302 

Telephone:  508-588-9 1 00,  ext.  1 4 II 

Fax:  508-427- 1 255. 

Or  Office  of  Admissions.  Massasoit 

Community  College.  900  Randoph  St, 

Canton,  MA  0202  I 

Telephone:  78 1  -82 1  -2222.  ext.  2 1  1 7 

Web  site:  viww.massasoit.mass.edu 


MGH  Institute 

of  Health  Professions 

Graduate  school,  associated  with  the 
Massachusetts  General  Hosprtal, 
urban  setting 

Total  Enrollment:  542 
Degrees:  M  D 

Number  of  Faculty:  50  full  time,  33  part  time 
Total  Majors:  4 

Application  Deadline:  September,  January 

a^d  Ma. 

Admission  Test  Required:  GRE 
Tuition  and  Fees:  S  i  .662  per  course 
Room  and  Board:  N/A 

Contact:  Office  of  Student  Affairs, 

MGH  Institute  of  Health  Professions  at 

Massachusetts  General  Hospital, 

1 0 1  Merrimac  Street,  Boston,  MA  02 1  1 4 

Telephone:  6 1 7-726-3 1 40 

Fax:  617-726-8010 

E-mail:  affairs.ihp 


Middlesex 

Community  College 

State-supported  2-year  coed  college, 
suburban  setting 

Total  Enrollment:  6,664;  6 1  %  women;  0.76% 

nternational  students  from  24  countries 
Degrees:  A 

Number  of  Faculty:  300 
Total  Majors: 

Application  Deadline:  Rolling. Transfers 

acceptea. 

Tuition  and  Fees:  $2,360  (In-State); 

$8,450  (Out-of-State) 
Room  and  Board:  N/A 
Contact:  Admissions  Office.  Middlesex 

Community  College,  33  Kearney  Square, 

Lowell.  MA  0 1 852 

Telephone:  978-656-3207 

Fax:  978-656-3322 

E-mail:  middlesex.cc.ma.us 

Web  site:  viAAw.middlesex.cc.maus 


Montserrat  College  of  Art 

Independent  4-year  coed  college. 

suburban  setting 
Total  Enrollment:  380;  54%  women, 

7%  international  students 
Degrees:  B 

Number  of  Faculty:  67 

Total  Majors:  ^ 

Application  Deadline:  Rolling. 

Admissions  Tests  Required:  SAT  or  ACT; 

TOEFL:  portfolio 
Tuition  and  Fees:  $  1 5.430 
Room  Only:  $4,258 
Contact:  Admissions  Office. 

Montserrat  College  of  Art.  23  Essex  Street, 

RO.  Box  26,  Beverly  MA  0 1 9 1 5 

Telephone:  (800)  836-0487  or 

978-92 1 -4242,  ext.  I  153 

Fax:  978-921-4241 

E-mail:  admiss@montserratedu 

Web  site:  www.montserrat.edu 
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Mount  Holyoke  College 

Independent  comprehensive  women's  institution, 

small-town  setting 
Total  Enrollment:  2,038:  1 00%  women;  I  S% 

international  students 
Degrees:  B 

Number  of  Faculty:  22 1 
Total  Majors:  44 

Application  Deadline:  Early  Decision: 

November  1 5:  Regular  Decision:  January  15: 

Early  Decision  II: January  I. 
Optional  Admissions  Tests:  SAT  or  ACT 
Tuition  and  Fees:  $26,4 1 8 
Room  and  Board:  $7,720 
Contact:  Admissions  Office,  Mount  Holyoke 

College,  50  College  Street, 

South  Hadley  MA  0 1 075 

Telephone:  413-538-2023 

Fax:  413-538-2409 

E-mail:  admissions@mtholyoke.edu 

Web  site:  vwvw.mtholyoke.edu 

Mount  Ida  College 

Independent  coed  college,  suburban  setting 
Total  Enrollment:  1 ,200:  60%  women:  1 7% 

international  students  from  50  countries 
Degrees:  A,  B 
Number  of  Faculty:  200 
Total  Majors:  35 

Application  Deadline:  Rolling  (with  the 

exception  of  a  few  programs) 
Admissions  Tests  Required:  SAT  ACT: 

TOEFL 

Tuition  and  Fees:  $15,830 
Room  and  Board:  $8,950 

Contact:  Dean  of  Admissions, 

Mount  Ida  College,  777  Dedham  Street, 

Newton  Centre,  MA  02459 

Telephone:  617-928-4553 

Fax:  617-928-4507 

E-mail:  admissions@mountida.edu 

Web  site:  wvwv.mountida.edu 


Mount  Wachusett 
Community  College 

State-supported  2-year  coed  college,  rural  setting 
Total  Enrollment:  3,71  I;  60%  women, 

1 .7%  international  students 
Degrees:  A 

Number  of  Faculty:  77 

Total  Majors:  59 

Application  Deadline:  Rolling 

Tuition  and  Fees:  $2,238  (In-State);  $7, 1 58 

(Out-of- State) 
Room  and  Board:  Available  through  Fitchburg 

State  College  -  shuttle  service  also  available 
Contact:  Office  of  Admissions, 

Mount  Wachusett  Community  College, 

444  Green  Street,  Gardner  MA  0 1 440 

Telephone:  978-632-6600  x  I  10 

Fax:  978-632-6155 

E-mail:  admissions@mwcc.mass.edu 

Web  site:  wvwv.mwcc.mass.edu 

The  New  England 

College  of  Optometry 

Independent  privately  funded  graduate 

institution,  urban  setting 
Total  Enrollment:  422 
Degrees:  B,  D 
Number  of  Faculty:  60 
Total  Majors:  I 

Application  Deadline:  March  3 1 

Admissions  Tests  Required:  Optometry 
Admission  Test  (OAT) 

Tuition  and  Fees:  $23,790 

Room  and  Board:  N/A 

Contact:  Admissions  Office, The  New  England 
College  of  Optometry  424  Beacon  Street, 
Boston,  MA  02 1  1 5 
Telephone:  617-236-6205 
E-mail:  admissions@ne-optometryedu 
Web  site:  www.ne-optometryedu 


New  England 

Conservatory  of  Music 

Small,  privately  funded  conservatory  of  music 
Total  Enrollment:  750 
Degrees:  B,  M,  D 
Number  of  Faculty:  225 
Total  Majors:  42 

Application  Deadline:  December  1 ,  2002 
Admission  Test  Required:  SATACTTOEFL 

(international) 
Tuition  and  Fees:  $23,000 
Room  and  Board:  $9,500 

Contact:  Admissions  Office,  New  England 
Conservatory  of  Music,  290  FHuntington 
Avenue,  Boston,  MA  02 1  1 4 
Telephone:  617-585-1  101 
Fax:  6 1 7-585- 1115 

E-mail:  admissions@newenglandconservatoryedu 
Web  site:  wvwv.newenglandconservatoryedu 

Newbury  College 

Independent,  coed  2-year  and  4-year  college, 
suburban  setting 

Total  Enrollment:  800:  54%  women,  2 1  % 

international  students 
Degrees:  A,  B 
Number  of  Faculty:  47 
Total  Majors:  40 
Application  Deadlines: 

Fall:  March  I 

Spring:  November  I  5 
Admissions  Tests  Recommended:  SAT  I 
Tuition  and  Fees:  $  1 3,540 
Room  and  Board:  $7,380 
Contact:  Office  of  Admission, 

Newbury  College,  129  Fisher  Avenue, 

Brookline,  MA  02146 

Telephone:  6 1 7-730-7007 

Fax:  617-731-9618 

E-mail:  info@newburyedu 

Web  site:  www.newburyedu 
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Nichols  College 

Independent,  coed  college,  rural  setting 

Total  Enrollment:  1 ,426 

Total  Undergraduate  Enrollment:  I  .I45: 

50.4%  women. 
Degrees:  A.  B.  M 
Number  of  Faculty:  35 
Total  Majors:  5 
Application  Deadline:  Rolling. 
Admissions  Tests  Required:  SAT/ ACT 
Tuition  and  Fees:  $16,700 
Room  and  Board:  $6.640-$7.8 1 0 
Contact:  Office  of  Admissions,  Nichols  College, 

PQ  Box  5000,  Dudley,  MA  0 1 57 1 

Telephone:  508-943-2055 

Fax:  508-943-9885 

E-mail:  admissions@nichols.edu 

Web  site:  www.nichols.edu 


North  Shore 

Community  College 

State-supported  2-year  coed  college  with  urban 

and  suburban  campuses 
Total  Enrollment:  5.000+ 
Degrees:  A 

Number  of  Faculty:  350 
Total  Majors:  60 

Application  Deadline:  Rolling. Transfers 
accepted. 

Tuition  and  Fees:  $2,490  (In-State);  $9. 1 80 

lOut-of-State) 
Room  and  Board:  N/A 
Contact:  Enrollment  Services,  North  Shore 

Community  College,  I  Ferncroft  Rd., 

Danvers,  MA  01923 

Telephone:  978-762-4 1 88 

Fax:  978-762-402 1 

Web  site:  www.nscc.ma.edu 


Northern  Essex 
Community  College 

State-supported  2-year  coed  college, 

suburban  setting 
Total  Enrollment:  5,809:  65%  women.  1% 

nternational  students 
Degrees:  A 

Number  of  Faculty:  476 
Total  Majors:  S5 

Application  Deadline:  Fall:  September  I; 

Spr.ng:  January 

Admissions  Tests  Required:  C  RT. 

Assessment  m  Reading.  Writing  and  Math 
Tuition  and  Fees:  $2,280  (In-State);  $2,790 
(New  England);  $8,790  (Out-of-State 

and  foreign) 

Room  and  Board:  N/A 

Contact:  Admissions  Office,  Northern  Essex 

Community  College,  100  Elliot  St.. 
Haverhill.  MA  01830 
Telephone:  978-556-3600 
Fax:  978-556-3729 
E-mail:  admissions@necc.mass.edu 
Web  site:  www.necc.mass.edu 

Northeastern  University 

Independent  coed  4-year  university,  urban  setting 

Total  Enrollment:  24  009 

Total  Undergraduate  Enrollment:  13.671; 

50%  women;  8%  international  students  from 

I  23  countries 
Degrees:  A.  B,  F.  M,  D 
Number  of  Faculty:  1 ,949 
Total  Majors:  00- 

Application  Deadline:  Priority;  February  15. 

Roll  ig.T-a"5-e"s  accepted. 
Admissions  Tests  Required:  SAT  or  ACT 
Tuition  and  Fees:  $20,733 
Room  and  Board:  $9,345 
Contact:  Office  of  Admissions 

Northeastern  University 

1 50  Richards  Hall,  Boston,  MA  02 1  1 5 

Telephone:  6 1 7-373-2200 

Fax:  617-373-8780 

E-mail:  admissions@neu.edu 

Web  site:  www.neu.edu 


Pine  Manor  College 

Independent  4-year  women's  college. 

suburban  setting 
Total  Enrollment:  406;  1 00%  women; 

I  I  %  international  students 
Degrees:  A  B 
Number  of  Faculty:  30 
Total  Majors:  5 
Application  Deadline:  Rolling 
Admissions  Tests  Required:  SAT 
Tuition  and  Fees:  $12,370 
Room  and  Board:  $7,748 
Contact:  Office  of  Admission, 

Pine  Manor  College,  400  Heath  Street, 

Chestnut  Hill,  MA  02467 

Telephone:  I  -800-762- 1  357  or 

617-731-7104 

Fax:  617-731-7199 

E-nfiail:  Admissions@pmc.edu 

Web  site:  www.pmc.edu 

Quincy  College 

Independent  2-year  coed  college, 

suburban  setting 
Total  Enrollment:  4.105;  553  international 
Degrees:  - 

Application  Deadline:  Priority  deadline  Fall: 
August  I ;  Priority  deadline  Spring;  December 
I .  Rolling. 

Admission  Tests  Required:  CRTS;  LOEP  for 

non-nat  ve  speakers. 
Tuition  and  Fees:  Most  programs  $3. 1 20/aca- 

Room  and  Board:  N/A 

Contact:  Admissions  Office.  Quincy  College, 

34  Coddington  Street,  Quincy,  MA  02 1 69 

Telephone:  617-984-1703 

Fax:  6 1 7-984- 1 665 

E-mail:  jdennis@quincycollege.com 

Web  site:  wv\AA/.quincycollege.com 
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Quinsigamond 

Community  College 

State-supported  2-year  coed  college. 

urban  setting 
Total  Enrollment:  6,000;  60%  women; 

\%  international  students 
Degrees:  A 

Number  of  Faculty:  98 

Total  Majors:  77 

Application  Deadline:  Rolling 

Tuition  and  Fees:  $2,037  (In-State);  $6,981 

(Out-of- State) 
Room  and  Board:  N/A 
Contact:  Admissions  Office,  Quinsigamond 

Community  College,  670  West  Boylston 

Street,  Worcester  MA  0 1 606 

Telephone:  508-854-4262 

Fax:  508-854-4357 

E-mail:  qccadm@qcc.mass.edu 

Web  site:  www.qcc.mass.edu 


Regis  College 


Privately  funded  Roman  Catholic  comprehensive 
women's  college,  suburban  setting 

Total  Enrollment:  1 ,08 1 

Total  Undergraduate  Enrollment:  85 1 ; 
98%  women;  2%  international  students 
from  8  countries 

Degrees:  B,  M 

Number  of  Faculty:  1 29 

Total  Majors:  20 

Application  Deadline:  Rolling  Transfers 

accepted. 
Admissions  Tests  Required:  SAT 
Tuition  and  Fees:  $  1 8,400 
Room  and  Board:  $8,350 
Contact:  Office  of  Admission,  Regis  College, 

235  Wellesley  Street,  Weston,  MA  02493 

Telephone:  78 1  -768-7 1 00 

Fax:  78 1  -768-707 1 

E-mail:  admission@regiscollege.edu 

Web  site:  vww.regiscollege.edu 


Roxbury  Community  College 

Public,  co-educational  2-year  college 
Total  Enrollment:  3,400 
Degrees:  A 

Number  of  Faculty:  1 80 
Total  Majors:  24 

Application  Deadline:  Rolling  admission 

Admission  Test  Required:  none 

Tuition  and  Fees:  $  1 ,680 

Room  and  Board:  n/a 

Contact:  Office  of  Admissions,  Roxbury 

Community  College,  1234  Columbus 

Avenue,  Roxbury  Crossing,  MA  02 1  20. 

Telephone:  617-541-5310 

Fax:  617-427-5316 

Web  site:  wvwv.rcc.mass.edu 

Salem  State  College 

State-supported  4-year  coed  college, 

suburban  setting 
Total  Enrollment:  9,000 
Total  Undergraduate  Enrollment:  5,100; 

60%  women;  I  %  international  students 
Degrees:  B,  M 
Number  of  Faculty:  770 
Total  Majors:  33 
Application  Deadline:  Rolling 
Admissions  Tests  Required:  SAT  or  ACT 

(TOEFL,  ELPT  for  international  students) 
Tuition  and  Fees:  $3,038  (In-state);  $9, 1 78 

(Out-of- State) 
Room  and  Board:  $5,038 
Contact:  Admissions  Office, 

Salem  State  College,  Salem,  MA  01970 

Telephone:  978-542-6200 

Fax:  978-542-6893 

E-mail:  admissions@salem.mass.edu 

Web  site:  www.salem.ma.edu 


School  of  the  Museum 
of  Fine  Arts 

(Affiliated  with  Museum  of  Fine  Arts,  Boston 

and  Tufts  University) 
Independent  4-year  coed  college,  urban  setting 
Total  Enrollment:  1 ,386 
Total  Undergraduate  Enrollment:  1 ,26 1 ; 

54%  women;  1 9%  international  students 
Degrees:  B,  C,  M 

Number  of  Faculty:  56  full  time,  84  part  time 

Application  Deadlines:  Diploma:  Rolling; 
BFA/Art  Education  BFA;  February  I  (fall), 
October  I  (spring);  5  year  CD:  January  I 
(fall),  November  15  (spring);  MAT:  February 
15  (fall  only);  MFA;  January  15  (fall  only);  Post 
Baccalaureate:  March  15  (Fall  only). 

Admission  Tests  Required:  SAT; TOEFL. 

Tuition  and  Fees:  $19,646 

Room  and  Board:  $9,240 

Contact:  Admissions  Office,  School  of  the 
Museum  of  Fine  Arts,  230 The  Fenway 
Boston,  MA  021  15-5596 
Telephone:  800-643-6078  or  6 1 7-369-3626 
Fax:  617-369-3679 
E-mail:  Admissions@smfa.edu 
Web  site:  www.smfa.edu 

Simmons  College 

Independent  comprehensive  women's  college, 

urban  setting 
Total  Enrollment:  3,553 
Total  Undergraduate  Enrollment:  1,210 
Degrees:  B,  M,  D 
Total  Majors:  47 

Application  Deadline:  Early  Action: 

December  I ;  Regular  Decision:  February  I 

Admission  Tests  Required:  SAT  or  ACT 
Tuition  and  Fees:  $2 1 ,668 
Room  and  Board:  $8,750 

Contact:  Admission  Office,  Simmons  College, 
300  The  Fenway  Boston,  MA  02 1  1 5 
Telephone:  617-521-2051 
Fax:  617-521-3190 
E-mail:  ugadm@simmons.edu 
Web  site:  www.simmons.edu 
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Smith  College 


Independent  liberal  arts  women's  college, 
small-town  setting 

Total  Enrollment:  3,1  13 

Total  Undergraduate  Enrollment:  2,630: 

1 0096  women:  6%  international  students 

from  53  countries 
Degrees:  B,  M,  D 
Number  of  Faculty:  275 
Total  Majors:  46 
Application  Deadline:  January  15. 

Transfers  accepted. 
Admission  Tests  Required:  SAT  or  ACT 
Admissions  Tests  Recommended:  SAT  II 

Subject  Tests:  Writing. 
Tuition  and  Fees:  $24,742 
Room  and  Board:  $8,560 
Contact:  Direaor  of  Admission,  Smith  College. 

7  College  Lane,  Northampton,  MA  0 1 063 

Telephone:  4 1  3-585-2500 

Fax:  4 1  3-585-2527 

E-mail:  admission@smith.edu 

Web  site:  www.smith.edu 


Springfield  College 

Privately  funded  comprehensive  coed  college, 

suburban  setting 
Total  Enrollment:  2,962 
Total  Undergraduate  Enrollment:  2,059: 

48%  women:  3%  international  students 
Degrees:  B.  F,  M,  D 
Number  of  Faculty:  2 1 0 
Total  Majors:  43 

Application  Deadline:  April  I:  Athletic 

Training  and  Physical  Therapy:  December  I: 
Physician  Assistant:  January  1 5. Transfers 
accepted. 

Admission  Tests  Required:  SAT  or  ACT 
Tuition  and  Fees:  $18,000 
Room  and  Board:  $6,490 
Contact:  Office  of  Admission, 

Springfield  College,  263  Alden  Street, 

Springfield  MA  01  109 

Telephone:  413-748-3136 

Fax:  4 1  3-748-3694 

E-mail:  Admissions@spfldcol.edu 

Web  site:  www.spfldcol.edu 


Springfield  Technical 
Community  College 

State-supported  2-year  coed  college, 
urban  setting 

Total  Enrollment:  6,600:  5896  women 
Degrees:  A 
Total  Majors:  45 

Application  Deadline:  Rolling. Transfer 

students  accepted. 
Admission  Test  Required:  SAT  I  for  some 
programs 

Tuition  and  Fees:  $  1 ,892  (In-State): 

$7. 1 04  (Out-of-State) 
Room  and  Board:  N/A 
Contact:  Day  Admissions,  Springfield  Technical 

Community  College,  Armory  Square, 

Springfield.  MA  0 1  1 05 

Telephone:  413-755-4202 

Fax:  4 1 3-746-0344 

Web  site:  www.stcc.mass.edu 

Stonehill  College 

Independent  Roman  Catholic  4-year  coed 

college,  suburban  setting 
Total  Undergraduate  Enrollment:  2,144: 

5796  women:  196  international  students 

from  9  countries 
Degrees:  B  M 
Number  of  Faculty:  193 
Total  Majors:  32 

Application  Deadline:  Fall  Early  Decision: 

November  I :  Fall:  January  1 5:  Spring: 

November  1. Transfers  accepted. 
Admission  Test  Required:  SAT  I  or  ACT 

TOEFL  required  of  foreign  applicants. 
Tuition  and  Fees:  $18,360 
Room  and  Board:  $8,492 
Contact:  Admission  Office, 

Stonehill  College,  320  Washington  Street, 

Easton,  MA  02357-5610 

Telephone:  508-565-1373 

Fax:  508-565- 1 545 

E-mail:  admissions@stonehill.edu 

Web  site:  www.stonehilLedu 


Suffolk  University 

Independent  coed  university,  urban  setting 

Total  Enrollment:  7,026 

Total  Undergraduate  Enrollment:  3,367: 

5796  women:  1 796  international  students: 

1 896  multicultural 
Degrees:  A,  B,  F,  M,  D 
Number  of  Faculty:  769 
Total  Majors:  60 
Application  Deadline:  Rolling 
Admissions  Tests  Required:  SAT: TOEFL 
Tuition  and  Fees:  $  1  6,6 1  6 
Room  and  Board:  $9,990 
Contact:  Office  of  Admission.  Suffolk  University, 

8  Ashburton  Place,  Boston.  MA  02108 

Telephone:  6 1 7-573-8460 

Fax:  6 1 7-742-429  I 

E-mail:  admission@admin.suffolk.edu 

Web  site:  www.suffolk.edu 


Tufts  University 

Independent  coed  university,  suburban  setting 

Total  Enrollment:  8,465 

Total  Undergraduate  Enrollment:  4,925: 

5296  women:  8.696  international  students 

from  69  countries 
Degrees:  B,  F  M,  D 
Number  of  Faculty:  64 1 
Total  Majors:  55 

Application  Deadline:  January  I  Transfers 
accepted. 

Admissions  Tests  Required:  SAT,  SAT  II 

or  ACT 

Tuition  and  Fees:  $26,892 
Room  and  Board:  $7,987 
Contact:  Undergraduate  Admissions, 

Tufts  University.  Bendetson  h-lall, 

Medford,  MA  02 1 55 

Telephone:  617-627-3170 

Fax:  617-627-3860 

E-mail:  uadmiss_inquiry@infonettufts.edu 
Web  site:  www.tufts.edu 
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University  of 

Massachusetts  -  Amherst 

State-supported  4-year  coed  university,  small 
town  setting 

Total  Enrollment:  24.000 

Total  Undergraduate  Enrollment:  1 8.000 

Degrees:  A.  B,  M,  D 

Number  of  Faculty:  I  1 64 

Total  Majors:  2 1  3 

Application  Deadline:  Fall  (freshman): 
February  I ;  Fall  (transfer):  May  I ; 
Spring:  October  1 5. 

Admission  Tests  Required:  SAT/ ACT;  TOEFL 

Tuition  and  Fees:  $5,212  (In-State):  $  1 3,746 

(Out-of- State) 
Room  and  Board:  $5,1  15 

Contact:  Undergraduate  Admissions, 
University  of  Massachusetts-Amherst, 
University  Admissions  Center  Box  30 1 20, 
Amherst,  MA  0 1 003-0 1 20 
Telephone:  4 1 3-545-0222 
Fax:  413-545-4312 
Web  site:  www.umass.edu 


University  of 

Massachusetts  -  Boston 

State-supported  coed  university  urban  setting 

Total  Enrollment:  1 2,445 

Total  Undergraduate  Enrollment:  9,776: 

51%  women  including  1%  international 

students 
Degrees:  B,  M,  D 
Total  Majors:  63 
Application  Deadline:  Rolling 
Tuition  and  Fees:  $4,232  (In-State):  $  1 3,562 

(Out-of- State) 
Room  and  Board:  $8,500 
Contact:  Admissions  Information  Service, 

University  of  Massachusetts-Boston, 

100  Morrissey  Blvd.,  Boston,  MA  021  25 

Telephone:  6 1 7-287-6000 

Fax:  617-265-7173 

E-mail:  undergrad@umb.edu, 

Bos.gadm@umb.edu 

Web  site:  www.umb.edu 


University  of 

Massachusetts  -  Dartmouth 

State-supported  coed  university  suburban  setting 

Total  Enrollment:  6.500 

Total  Undergraduate  Enrollment:  5.800; 

49%  women:  2.2%  international  students 

from  40  countries 
Degrees:  B,  M,  D 
Number  of  Faculty:  335 
Total  Majors:  42 

Application  Deadline:  Rolling. Transfers 
accepted. 

Admission  Test  Required:  SAT/ ACT 
Tuition  and  Fees:  $4, 1  29  (In-State):  $  1 2,283 

(Out-of- State) 
Room  and  Board:  $5,723 

Contact:  Office  of  Admissions,  University 
of  Massachusetts-Dartmouth, 
285  Old  Westport  Road, 
North  Dartmouth,  MA  02747 
Telephone:  508-999-8605 
Fax:  508-999-8755 
E-mail:  admissions@umass.edu 
Web  site:  http://explore.umassd.edu 

University  of 

Massachusetts  -  Lowell 

State-supported  coed  university,  urban  setting 

Total  Enrollment:  1 2, 1 89 

Total  Undergraduate  Enrollment:  5,978: 

42.6%  women;  2.7%  international  students 
Degrees:  A,  B,  M,  D 
Number  of  Faculty:  4 1 5 
Total  Majors:  84 
Application  Deadline: 

Fall:  Freshman  -  July  I : Transfers  -  August  15 
Admission  Tests  Required:  SAT  I  or  ACT 
Tuition  and  Fees:  $4,255  (In-State):  $  I  1,892 

(Out-of- State) 
Room  and  Board:  $5,2 1 5 
Contact:  Office  of  Undergraduate  Admissions, 

University  of  Massachusetts  Lowell, 

883  Broadway  Street,  Room  I  1 0, 

Lowell,  MA  0 1 854-5 1 04 

Telephone:  800-4 1 0-4607  or  978-934-393 1 

Fax:  978-934-3086 

E-mail:  admissions@uml.edu 

Web  site:  v^ww.uml.edu 


University  of  Massachusetts 
Medical  School 

Graduate  school,  urban  setting 
Enrollment:  7 1  6 
Degrees:  F  M,  D 
Total  Majors:  17 

Application  Deadline:  Medical  School: 
November  I ;  Graduate  School  of  Nursing: 
(MS)  June  I ,  (PhD)  March  1 5;  Graduate 
School  of  Biomedical  Sciences:  January  15. 

Admission  Tests  Required:  TOEFL,  MCAT  GRE 

Tuition  and  Fees:  Medical  School:  $10,362 
out-of-state,  $4,650  instate;  Graduate  School 
of  Nursing:  $  I  1 ,866  out-of-state,  $4,650 
in-state;  Graduate  School  of  Biomedical 
Science:  $  1 0,696  out-of-state,  $3,480 
in-state. 

Room  and  Board:  N/A 

Contact:  Office  of  Admissions,  University  of 
Massachusetts  Medical  School,  55  Lake 
Avenue  North,  Worcester  MA  01 655 
Telephone:  508-856-2323 
Fax:  508-856-3629 

E-mail:  som.admissions@umassmed.edu 

Wellesley  College 

Privately  funded  4-year  women's  college,  " 

suburban  setting 
Total  Enrollment:  2300;  1 00%  women:  6% 

international 
Degrees:  B 

Number  of  Faculty:  332 
Total  Majors:  5  I 

Application  Deadline:  Early  Decision: 

November  I ;  Early  Evaluation:  January  I ; 

Regular  Decision:  January  15. 
Admission  Tests  Required:  SAT  I  and 

3  SAT  II  (one  SAT  II  must  be  the  writing 

test)  or  ACT 
Admission  Tests  Recommended:  TOEFL  or 

the  SAT  II  ELPT  for  students  who  are  not 

native  English  speakers 
Tuition  and  Fees:  $25,504 
Room  and  Board:  $7,890 
Contact:  Admission  Office,  Wellesley  College, 

106  Central  Street,  Wellesley  MA  02481 

Telephone:  781-283-2270 

Fax:  78 1  -283-3678 

E-mail:  admission@wellesleyedu 

Web  site:  www.wellesleyedu 
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Wentworth  Institute 
of  Technology 

Independent  4-year  coed  college,  urban  setting 
Total  Enrollment:  2.363:  1 6%  women; 

8%  international  students  from  71  countries 
Total  Undergraduate  Enrollment:  2, 1  12; 

36/6  women;  2/6  international  students 
Degrees:  B 

Number  of  Faculty:  1 25 
Total  Majors:  5 

Application  Deadline:  May  I  priority  deadline; 

Rolling. Transfers  accepted. 
Admission  Test:  SAT.TOEFL 
Tuition  and  Fees:  $13,650 
Room  and  Board:  $7,400 
Contact:  Office  of  Admissions,  Wentworth 

Institute  ofTechnology,  550  Huntington 

Avenue,  Boston,  MA  02 1  15 

Telephone:  6 1 7-989-4000 

Fax:  617-989-4010 

E-mail:  admissions@witedu 

Web  site:  www.wit.edu 

Western 

New  England  College 

Independent  coed  college,  suburban  setting 

Total  Enrollment:  4.826 

Total  Undergraduate  Enrollment:  2. 1  12; 

36/6  women;  2%  international  students 
Degrees:  A.  B,  F.  M 
Number  of  Faculty:  336 
Total  Majors:  35 
Application  Deadline:  Rolling 
Admission  Test:  SAT  or  ACT; TOEFL 
Tuition  and  Fees:  $  1 6.494 
Room  and  Board:  $7,388 
Contact:  Western  New  England  College, 

1215  Wilbraham  Road. 

Springfield.  MA  01  I  19-2684 

Telephone:  413-782-1321  or 

(800)  325-1  122 

Fax:  413-782-1777 

E-mail:  ugradmis@wnec.edu 

Web  site:  www.wnec.edu 


Westfield  State  College 

State-supported  coed  college,  suburban  setting 

Total  Enrollment:  5.153 

Total  Undergraduate  Enrollment:  4.378; 

56%  women. 

Degrees:  B,  M 
Number  of  Faculty:  171 
Total  Majors:  22 

Application  Deadline:  Fall:  March  I ;  Spring: 

November  1 5, Transfers  accepted. 
Admission  Tests  Required:  SAT 
Tuition  and  Fees:  $2,956  (In-State);  $9,036 

(Out-of-State) 
Room  and  Board:  $4,568 
Contact:  Office  of  Admissions  and  Financial 

Aid.  Westfield  State  College.  Western 

Avenue.  Westfield.  MA  01086 

Telephone:  413-572-5218 

Fax:  413-562-3613 

E-mail:  admission@wsc.mass.edu 

Web  site:  www.wsc.mass.edu 


Wheaton  College 

Independent  4-year  coed  college,  suburban 

setting 

Total  Enrollment:  1 ,474;  64%  women;  5% 

international  students  from  26  countries 
Degrees:  B 

Number  of  Faculty:  144 
Total  Majors:  36 

Application  Deadline:  January  1 5. Transfers 

accepted. 
Tuition  and  Fees:  $25,790 
Room  and  Board:  $7. 1 50 

Contact:  Admissions  Office.  Wheaton  College, 
East  Mam  Street,  Norton,  MA  02766 
Telephone:  508-286-825 1 
Fax:  508-286-8271 

E-mail:  admission@wheatoncollege.edu 
Web  site:  wviW.wheatoncollege.edu 


Wheelock  College 

Independent  coed  college,  urban  setting 

Total  Enrollment:  1150 

Total  Undergraduate  Enrollment:  625; 

96%  women;  1%  international  students  from 

6  countries 
Degrees:  B.  M 
Number  of  Faculty:  156 
Total  Majors:  5 

Application  Deadline:  March  1  and  April  1 5. 

Transfers  accepted. 
Admission  Test  Required:  SAT 

(for  Freshman  only) 
Tuition  and  Fees:  $18,195 
Room  and  Board:  $7,325 

Contact:  Dean  of  Admissions, 

Wheelock  College.  200 The  Riverway 

Boston.  MA  02215-4176 

Telephone:  800-734-5212  or  617-879-2206 

Fax:  617-566-4453 

E-mail:  undergrad@wheelock.edu 

Web  site:  www.wheelockedu 


Williams  College 

Independent  4-year  coed  college,  rural  setting 

Total  Enrollment:  2.070 

Total  Undergraduate  Enrollment:  2.020; 

49%  women.  5%  international  students 
Degrees:  B.  M 
Number  of  Faculty:  264 
Total  Majors:  29 

Application  Deadlines:  Early  Decision: 
November  15:  Regular  Decision:  January  I 
Admission  Tests  Required:  SAT  or  ACT, 

3  SAT  lis 
Tuition  and  Fees:  $25,352 
Room  and  Board:  $6,930 
Contact:  Office  of  Admission.  Williams  College. 

988  Mam  Street,  Williamstown,  MA  01267 

Telephone:  4 1 3-597-22 1 1 

Fax:  413-597-4052 

E-mail:  admission@williams.edu 

Web  site:  www.williams.edu 
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Worcester 

Polytechnic  Institute 

4-year  coed  university,  suburban  setting 

Total  Enrollment:  3  700 

Total  Undergraduate  Enrollment:  2.700; 

23%  wonnen;  1 096  international  students 

from  68  countries 
Degrees:  B.  M.  D 
Number  of  Faculty:  296 
Total  Majors:  34 
Application  Deadline:  February  I 
Admissions  Tests  Required:  SAT  and 

3  SAT  II  Subject  Tests  or  ACT 
Tuition  and  Fees:  $24,890 
Room  and  Board:  $7  900 
Contact:  Office  of  Admissions,  Worcester 

Polytechnic  Institute.  100  Institute  Road. 

Worcester  MA  0 1  609 
-  Telephone:  508-831-5286 

Fax:  508-831-5875 

E-mail:  admissions@wpi.edu 

Web  site:  www.wpi.edu 


Worcester  State  College 

State-supported  comprehensive  coed  institution, 

an  urban  college  with  the  advantages  of  a 

suburban  setting 
Total  Enrollment:  5,900 
Total  Undergraduate  Enrollment:  4,700: 

63%  women;  I  %  international  students  from 

20  countries 
Degrees:  B,  F,  M 
Number  of  Faculty:  I  70 
Total  Majors:  24 

Application  Deadline:  Rolling. Transfers 
accepted. 

Admission  Tests  Required:  SAT  or  ACT 
Tuition  and  Fees:  $2,573  (In-State);  $8,653 

(Out-of- State) 
Room  and  Board:  $3,666 

Contact:  Admissions  Office. 
Worcester  State  College, 
486  Chandler  Street, 
Worcester  MA  0 1 602 
Telephone:  508-929-8040 
Fax:  508-929-8 1 83 
E-mail:  admissions@worcesteredu 
Web  site:  www.worcesteredu 
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Massachusetts  Educational 
Financing  Authority 


125  Summer  Street      Suite  1450      Boston,  MA  02110 


1.800-449-MEFA  (6332) 

www.mefa.org 


